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Williams, Ltd. 
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Automatic Water Treatment Con- 
trol -Minneapolis-Honeywell 
Regulator Co. 
Bin-dicator, Bantam 
Co. 
Bin 
Co, 
Bucket 
Feeders 
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Rand, Ine. 
Carboy Dumper 
Co. 
Cathodie Protection 
oratories 


Apr. 
Air 
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Fischer 
Feb. 
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Jan. 


Mar. 


Jan. 
Bin-Dicator 
Sept. 
Rin-Dicator 
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Elevator Chemical 
Omeea Mach. Co 
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Level Indicator 


for 


Mar. 
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July 
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Mach. Co. 

Chemical Feeder Controller 
boro Co. 
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Co. 
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kinson Corp. 
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Porter Co. 
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Hoist Thew Shovel Co. 
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Mfg. Co. Nov. 

Colorimeter Instru- 
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Amer. Water Softener 
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Aug 
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and 


Mar. 


Coleman 


nersville Blower Co. Jan. 
Condensate Return Unit 
Roth Co. 
Controller, 
Co. 
Controller, Differential 
well Mfg. Co. Aug. 
Controller, Electronic — Bristol Co. Nov. 
Controller, Sludge Simplex Valve 
& Meter Co. 
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Controller, Water 
boro Co. 

Corrosion Resistant Lining Atlas 
Mineral Products Co. 
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Belt Co 
Coupling, 
Bacon 
Coupling, 
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Crane, Loader-Dozer 
Corp. 
Crane, Self-Loading Truck - Ray- 
Lind Mfg. Co. 
Crane, Truck Pitman Mfg. Co. 
Demineralizer, Cartrilge —Pen- 
field Mfe. Co. Apr. 
Demineralizer, Mono-column 
Penfield Mfg. Co. 
Diesel Engine Fairbanks, 
& Co. 
Diffuser Plates—Filtros, Inc. 
Dit-her Vermeer Manuf. Co. 
Ditcher, Runabout 
Co. 
Ditching Machine 
chine Works Sept. 
Draft Gage, Vertical Hays Corp Mar. 
Drill, Deep Rotary Auger Type 
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Co. 
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Inertol Co. May 
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Packing Corp. 
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Co. 
Fittings, 
sistant 
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May 
Foxboro 


Nov. 
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Aug. 

Discharge 
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Oct. 
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RSA 
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Co. 
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Co. 
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Labelon Tape Co., Inc. 

Laboratory Assemblies 
Scientific Co. 

Laboratory Coat 
neers, Ine. 

Laboratory Stirrer, Hollow Spindle 

Eberback Corp. 

Level Control, Electronic Liquid 
Thermo Instruments Co. 

Lubrication Fitting for 
Valves--Alemite Div., Stewart 
Warner Co. 

Magnifier, Thermometer 
Scientific Co. 
Manhole Cushions 

Co., Ine. 
Meter, Electronic 
Corp. 
Meter, Flow Penn Ind, Inst. Co 
Meter, Flo-Watch— Builders-Provi- 
dence, 
Meter, 


Enley 


Valve, 
Fischer 


Filtration Engi- 


Fischer 
Jos. G. Pollard 
Flow 


Hayes 


Ine. 
(Flow) 
Penn Ind. 


Pneumatic Trans- 
mission Istr. Co. 
Meter, Indicating, Recording, To- 
talizing Simplex Valve & Me- 

ter Co. 
Meter Seal, Fog-Tite 
Meter Seal Co. 
Meter, 
Motor, Close Coupled Pump-—U 
S. Electrical Motors, Inc 
Motor 


Fog-Tite 


Sludge Gas Foxboro Co 


Drive, Varidrive | 
Electrical Motors, 

Motor, Remote Control! tf 
Electrical Motors, Ine. 

Motor, Totally Enclosed—-U. S. 
Electrical Motors, Ine 

Motor, Totally Enclosed 
Pump —U. S. Electrical 
Inc. 

Paints, Anti-rust Speco, [ne 
Panels, Metal Faced, for 
Stations Pane! 
Pipe Cutter, Acetylene 
load Mfg. Corp. 
Pipe Cutter, Whee! 
Tool Co. 

Pipe Fittings, Grooved 
con Mfz. Co. 


Turbine 


Motors 


Pump 


Clements Co. 


Spring- 


Beaver Pipe 


yustin-Ba- 


Nov. 


Oct. 


July 


Mar. 


Mar. 
May 


Sept. 


Feb. 


Nov. 


May 


Mar. 


Apr. 


Sept. 


Oct. 


Nov. 


Nov. 


Apr. 


Apr. 


May 


Sept. 


May 


Oct. 


Mar. 


May 


Plug 


Oct. 


Feb. 


May 


Nov. 
May 


105A 


STA 


110A 


106A 


105A 


102A 


121A 


WA 


106A 


105A 


123A 


108A 


115A 


117A 


104A 


9SA 


102A 


OSA 


112A 


119A 


110A 


119A 


125A 


Jan. 9 


Sept. 


May 


Sept. 


dan 


July, 


Apr. 


Dee 


Sept 


June 


Dec. 


111A 


1O0A 
G2A 


YHA 


108A 


9sA 


. M1A 


102A 
121A 


OR A 


108A 


100A 


100A 


Carlon 
Sept. Y8A 

Kra- 
Apr. 105A 


Pipe Fitting, Plastic 
Products Co. 
Pipe, High Pressure Plastic 
loy Plastic Pipe Co. 
Pipe Identification System -Wil- 
mington Plastics, Inc. Oct. 119A 
Pipe Machine, 4-in- -Oster Mfg. Co. Oct. 94A 
Pipe, Nestable Culvert) Wheeling 
Corrugating Co. Nov. 92A 
Pipe, Plastic--Atlas Mineral Prod. 
Co. Apr. 106A 
Pipe, Plastic-—Atlas Mineral Prod- 
ucts Co. Nov. 94A 
Pipe, Plastic 
Mills Corp. 
Pipe (Plastic), Jet Well System 
Yardley Plastics Co. 

Plastic, Measure Marked Flexible 
Plastex Pipe and Extrusion 
Co. July 

Porous Plates, Aluminum Oxide 
Electro Refractories & Abra- 
sives Corp. 

Protractor, Adjustable 
Mfg. Co. 

Protective Coating 
ware Co. 

Protective Coating, Rust——L. 
neborn Sons, Ine. 

Pump, Centrifugal F. FE. 
& Bro. 

Pump, Centrifugal 
Pumps, Ine. 

Pump, Centrifugal Sand 
Equipment Co. 

Chemical 


Laboratory E. E 


"Feb. 107A 


Oct. LITA 


107A 


June 104A 
Way-Mac 
Oct. 
U. 8S. Stone- 
May 
Son- 
Apr. 124A 
Myers 
May 


108A 


118A 


LISA 
Goulds 
Mar. 
Denver 
May 
Bruner 
Oct. 
Close Coupled Turbine- 
Aurora Pump Co. 
Pump, Proportioning—Walter H. 
Eagan Co. 
Pump, Self Priming Centrifugal 
R. B. 
Pump, Split Case 
Div. 
Pump, 
Ine. 
Pump, Sump 
Pump, Sump 
Pump, Vertical 
Co. 
Pump, Wellpoint and Sump 
Foundation Equip. Corp. 
Portable Yard Magnesi- 
of America Feb. 
Leupold & Ste- 
June 95A 
Oct. 100A 


111A 


118A 
Pump, Feeder 
Corp. 114A 
Pump, 

Type 


Apr. 118A 


Nov. 108A 


Carter Co. Apr. 113A 
Peerless Pump 
May 
Kenco, 
July 100A 
Feb. 109A 
Feb. 110A 


109A 
Submersible Sump 
Gorman-Rupp Co. 
Jacuzzi Bros. 
Sewage Deming 
Mar. 191A 

Feb. LITA 
hemp, 

um Co. 
Recorder Flow 

vens, Ine. 
Roc-Jak--K. O. Dunean Co. 
Rotameters, Purge Schutte & 

Koerting Co. Mar. 117A 
Rust Inhibitor Speco, Ine. Jan. GRA 
Saddle, Pipe -R. H. Baker & Co., 

Ine. July 100A 
Screen, Well Southwest 

Well Co. Dee 
Seal, Mechanical Crane Co Apr. 
Seal, Rotary Shaft Pack- 

ing Co Mar 
Bulkley, 


119A 


Plastic 
Screen 104A 
10UA 
Crane 
Q0A 
Flotatior. 


— 
Processes, 


Separators, 


Dunton Ine. Oct. WA 
Septic Tank Compound, “Fermex™ 
The 


Service 


Feb. 116A 
Aug. 96A 
May 112A 


Fermex Co 
Counter 
Oster 
Sewer Cleaner, Electric ec) 
Tool & Equip. Co. 
Sewer Cleaner Machine 
Tool & Engr. Co 
Sewer Joint, Chemical Resistant 
Atlas Mineral Prod. Co 
Shovel-Crane Schield Bantam Co 
Silicone and Plastic Emulsion 
Chem. Co. 
Sluice Gate 
chine Co. 
Soil Tester Hellige, Ine 
Soundscope, Trouble Spotter  Jx 
P. Marsh Corp. June 
Spectrophotometer  Photomu!tipli- 
er Beekman Instruments, Ine. 
Sprocket Wheels, Roller Chain 
Pelt Co. 


Mfy. Co 

Chi» 
Feb 

Ohio 
Dec. 


Sewer Cleaner 
112A 
1OOA 
Feb 
Apr 


Dasco 


116A 
110A 
July 6A 
Hunt Ma- 
July 
Sept 


Rodney 
IOLA 
112A 
102A 
Jan. 96A 


Link Sept. 118A 


Starters, Relays, Contactors, Max- 
netic--Cutler-Hammer, Inc. 
Strainer, Submersible Pump 

Cook Well Strainer Co. 
Syndet Test Comparator 

Taylor & Co. 

Tamper, “‘Hydro-Hammer”™ 
wa Steel Prod., Ine. Oct. 
Tamper, Triple Hand Le Roi 

Cleveland, Rock Drill Div. 
Tank Lining, Neoprene Carboline 

Co. Dee. 
Telemeters, Metameter Multiplex- 

ing—-Bristol Co. 
Test Kit, Swimming 

lige, Ine. 
Titration Assembly 
entific Co. 
Transmitter, 

Co. 
Transmitter, Pneumatic Penn. 

Ind. Instr. Co. Feb. 111A 
Trencher Cleveland Trencher Co. July 105A 
Turbidimeter, Automatic Record- 

ing -General Electrie Co. 
Turbine Pump, Small Jacuzzi 

Bros. Feb. 113A 
Valve Actuators -Ledeen Mfg. Co. Dec, 114A 
Valve and Bibb Reseater M. B. 

Skinner Dee. 
Valve, Butterfly Tool 

Corp. July 103A 
Valve, Check-Swing Chas. 

Wheatly Co. Sept. 106A 
Valve Inserting Equipment 

Mueller Co. 
Valve, Packless 

Crane Co. 
Valve, Polyethylene 

Corp. 

Valves and Hydrants for Transite 

Pipe--A. P. Smith Co. 

Valve, Venturi Ball 
Varidrive, Right Angle Synero- 
gear—-U. S. Electrical Motors Co. 
V-Belt for Variable Speed Motors 
U. S. Electrical Motors, Ine. 
Venturi Tube, Elliptical. Simplex 

Valve & Meter Co. Mar. 
Screen Separators, 
Pomona Prod. Co 

Springload Mfz. 
July 109A 


Mar. 106A 
Sept. 110A 
W. A. 
July 104\ 
Otta- 
110A 


May 116A 
102A 


Oct. 
Hel- 


114A 
Pool 
June OSA 
Fischer Sci- 
Feb. 
Bristol 
Mar. 


114A 
Pneumatic 
112A 


Nov. 92A 


108A 
Keystone 


May 112A 
Diaphragm 
Apr. 108A 
Amer. Agile 
Apr. 116A 


Dec. 100A 
duly 94A 


Sept. 116 
May 120A 


104A 
Vibrating 
SWECO 
Vise, Bench 
Corp. 
Water Conditioner, 
Permutit Co. 
Well Seal, Pneumatic Gen. Pump 
Service Co. Aug. Y2A 
Watershed 411 
42h 


Oct. 102A 


Package 
Sept. 109A 


Erosion, 
Explosion in Sewer 

F 
Fed. Sew. & Ind. Wastes Assn 
Miami Meeting Part I 
New York Meeting (25th) Part Lil 
Ferric Sulfste Handling 
Fertilizer, Sludge 
Fiberglas-Plastice 
Filter Rate Control 
Filters, Rapid Sand 
Filtration, High Rate, Rapil Sand 
Sludve 


Plates 


Filtration, 
Finances: 
Cost Control in Water 
Cost of 


Anwe!les 


Works 
Sewave Treatment 


Los Water System Reve 
nue Bonds 
Sewage Treatment 202, 40% 
Water Works 
Hydrant (See Hydrant) 
*Fire Insurance Ratings 
Fittings, Short Body, C. I 
Flanges, Tent. Stds. for Steel Pips 
Floating Rese: 
voir BA2 
*Floeculation 202 
Flotation 20, 172 
Fluoridation 
Australia 
British Investigate 
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